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400 Meteorology . 

METEOROLOGICAL TABLE, 

By Mr. Cary, op the Strand, 


For May 1813. 



Thermometer, j 


1 w 


t)*ys of 
Month, 

J bx, 

JH 

o 

.= s 

Noon. 

^ , 
u C 

,2 £ 

‘c^ 

Height of 
the B*rom. 
Inches, 

*c J3 g 

« T ta 
<L> ^ o 

k. 

tr r » bfl 

c Sa 

Weather. 

April 27 

45 

50 

40 

29-65 

0 

Rain 

28 

40 

45 

40 

*50 

0 

Rain 

29 

40 

45 

39 

*65 

30 

Cloudy 

30 

39 

48 

40 

.65 

0 

Rain 

May 1 

44 

50 

45 

•67 

0 

Rain 

2 

47 

54 

50 

•82 

26 

Cloudy 

3 

52 

64 

55 

•86 

46 

Fair ' 

4 

57 

63 

56 

*98 

40 

Showery 

5 

56 

66 

55 

*98 

52 

Fair 

6 

49 

63 

56 

*92 

47 

Fair, in the Even¬ 
ing rem arkable vivid 

7 

56 

65 

57 

•78 

52 

Pair hghtningand 
ir) r loud thunder. 

8 

57 

68 

50 

•67 

66 

Fair 

9 

56 

66 

49 

*65 

54 

Cloudy 

10 

57 

67 

54 

•88 

48 

Showery 

11 

57 

68 

55 

*68 

50 

Fair 

12 

57 

68 

55 

•67 

60 

Fair 

13 

56 

66 

55 

*68 

59 

Fair 

14 

58 

64 

50 

•51 ! 

56 ; 

Fair 

15 

57 

60 

51 

*60 ! 

48 i 

Showery 

16 

56 

59 

50 

*50 

56 

Stormy 

17 

55 

63 

51 

.*88 

60 

Showery 

18 

48 

56 

52 

•77 

27 

Rain 

19 

55 

64 

56 

•75 

32 

Fair 

20 

56 

61 

50 

•45 

20 

Showery 

21 

55 

50 

44 

•56 

0 

Hail-storms 

22 

48 

56 

50 

*54 

27 

Stormy 

23 

50 

62 

54 

*52 

46 

Showery 

24 

51 

59 

50 

*49 

48 

Showery 

25 

54 

61 

51 

•70 

61 

Fair 


N.B. The Barometer’s height is taken at one o’clock. 


Erratum.—I n the article “ On the Aurora Borealis ” p. 26$, for a inclined 
from the zenith 13 degrees,” read 18 degrees. 



